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i.EMORANDUM FOR: Executive Director-Comptroller 


“ 


SUBJECT : Revised Fiscal Year 1967 Position Ceilings 


REFERENCE : Memo dtd 20 Sep 66 to Heads of Executive 
Departments and Establishments from 
D/BOB, Subject: Fiscal Year 1967 
Employment Ceilings 


1, The revised Fiscal Year 1967 position ceilings for the 
Incependent Offices of the DCI Area are as follows: 


Component Ceiling 


2. Changes may be made in accordance with 
Cctice heads should revise their staffing complements to agree with 
the position ceilings stated above. It is recognized that, in some 
cases, current manpower imbalances will require the remainder 

of the fiscal year to correct. A firm objective, however, is that 
the year-end, on-duty strength should not exceed the position 
ceilings established in this memorandum. . 


ichard Helms 
Director of Central Intelligence 


cc: Director of Personnel (2) 
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